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MINISTRY OF HEALTH AND FAMILY WELFARE 
NOTIFICATION 

New Delhi, the 21 m December, 1995 

S.O. 990(E). —In exercise of the powers conferred by Sub-section (3) of Section 1 of the Pre-natal Diagnostic Tech¬ 
niques (Regulation and Prevention of Misuse) Act, 1994 (57 of 1994), the Central Government hereby appoints the first day of 
January, 1996 as the date on which the said Act shall come into force. 


[No. N. 23011/59/94-Ply] 
K. S. SUGATHAN, Jt. Secy. 
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